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WEDNESDAY, January 30, 

2019 C0NVENE AT 10:00A 

09:00A 

216 

Insurance 

Standing Meeting 

09:00A 

407 

Reserved by Senator Dawkins until 10:00 a.m. 

09:00A 

WNM 

Judiciary, Division B 

Standing Meeting 

WILL N0T MEET 

09:30A 

409 

Universities and Colleges 

AR+ 

409 

Local and Private 

10:30A 

216 

Business and Financial Institutions 

Standing Meeting 

11:00A 

216 

Medicaid 

11:15A 

408 

Veterans and Military Affairs 

01:00P 

WNM 

Public Health and Welfare 

Standing Meeting 

WILL N0T MEET 

02:00P 

408 

Appropriations 

Appropriations Subcommittee #10 Budget Hearings, 
Senator Branning, Chairman, Senators Clarke, R. 
Jackson, S. Jackson, Younger; 2:00-Psychology Bd; 
2:15-Physical Therapy Bd; 2:30-Dental Examiners 
Bd; 2:45-Nursing Bd. 

02:30P 

409 

Education 

Standing Meeting 

03:00P 

210 

Appropriations 

Appropriations Subcommittee #6 Budget Hearings, 
Senator Wiggins, Chairman, Senators Clarke, 

Burton, Frazier, Tollision; 3:00-Child Protection 
Services; 3:30-Human Services 

03:00P 

216 

Energy 

Standing Meeting 

03:30P 

409 

Highways and Transportation 


Standing Meeting 


THURSDAY, January 31, 

2019 

09:00A 

408 

Appropriations 

Appropriations Subcommittee #11 Budget Hearings, 
Senator Wilemon, Chairman, Senators Clarke, 

Butler, McDaniel, Seymour; 9:00-Public 
Contractors; 9:15-Motor Vehicle Comm; 

9:30-Engineers & Land Surveyors; 
9:45-PSC-Utilities Staff 

09:00A 

409 

Education 

Standing Meeting 

09:30A 

210 

Appropriations 

Appropriations Subcommittee #9 Budget Hearing, 
Senator W. Simmons, Chairman, Senators Clarke, 
Dearing, Debar, Hill; 9:30-Tombigbee River Valley 
Water; 9:45-Gulfport Port Authority. 

10:30A 

216 

Appropriations 

Standing Meeting 

10:30A 

313 

Reserved by Senator Wiggins until 11:30 a.m. 

11:30A 

409 

Reserved by Senator Burton-Children Museum until 

1:00 p.m. 

01:30P 

216 

Finance 

Standing Meeting 

03:00P 

216 

Judiciary, Division A 

Standing Meeting 

03:30P 

407 

Accountability, Efficiency, Transparency 



LEGEND: WNM = Will Not Meet, TEA = To Be Announced, 
BC = Before Convening, AA = After Adjournment, 
AR = After Recess 



